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YOUR  BEST  GUARANTEE 


I  you,  the  purchaser,  the  most  important 
element  in  any  product  is  the  maker.  The 
G-E  monogram  is  your  best  guarantee  that 
you  are  getting  a  full  dollar  in  equipment 
value  for  every  dollar  you  invest.  It  means 
progressively  improved  service  on  your  system, 
lower  maintenance,  and  lower  operating  costs. 

In  addition,  there  are  the  many  extra  values 
that  are  part  of  General  Electric’s  services  to 
your  industry — important  benefits  that  your 
company  is  certain  to  share.  Among  these 
benefits  are: 


1. 


2. 


Technical  assistance  that  helps  you  solve  your  most 
difficult  engineering  problems. 

Progress  in  the  design  and  development  of  genera¬ 
tion,  transmission,  and  distribution  equipment  that 
results  in  continually  lower  costs  and  improved 
service. 


3.  Load  building  that  adds  automatically  forty  mil¬ 
lions  of  dollars  each  year  to  power-company  revenue. 

4.  The  development  of  new  uses  for  electricity — the 
opening  of  new  and  wider  markets  for  your 
product. 

5.  The  promotion  of  load-building  ideas  such  as  the 
New  Science  of  Seeing,  the  all-electric  kitchen,  and 
the  New  American  Home — programs  that  are  push¬ 
ing  domestic  load  and  revenue  to  undreamed  of 
heights. 

We  sincerely  believe  we  are  the  only  electrical 
manufacturer  from  whom  you  obtain  in  such 
large  measure  the  benefits  of  research,  engi¬ 
neering,  and  load  building.  We  feel  that  we 
have  earned  the  right  to  ask  for  your  business 
on  the  basis  that  you  get  more  for  your 
money  with  General  Electric — figure  it  any 
way  you  wish. 
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l.hhuania,  Ireland,  Uruguay,  Greece  and 
other  countries. 

Thursday  evening  the  conference  will 
hold  its  grand  banquet  in  the  main  hall  of 
the  Union  Station.  This  will  be  one  of  the 
most  colorful  of  the  conference  meetings, 
with  delegates  and  diplomats  in  full  dress 
with  all  decorations. 

On  this  occasion  the  President  of  the 
American  Academy  of  Science  will  pay 
tribute  to  the  memory  of  the  pioneers  of 
science  who  created  the  foundations  on 
which  rests  the  structure  of  modern  power 
development. 

Secretary  Ickes  will  speak  next,  being 
followed  by  representatives  of  France, 
South  Africa  and  a  South  American  na¬ 
tion. 

Floyd  L.  Carlisle,  chairman  of  the  board 
of  the  Consolidated  Edison  Company  of 
New  York,  will  speak  next,  representing 
the  utility  industry,  joint  sponsors  of  the 
conference.  Speakers  representing  Great 


Running  Start  for  Conference 
as  Foreign  Delegates  Arrive 


Representatives  of  fifty-two  nations  converge  on  nation's  capital  after 
pre-convention  tours  to  principal  power  centers 


Off  to  a  running  start  this  week  was  the  Wednesday  evening  a  dinner  will  be 
Third  World  Power  Conference  as  news  held  at  the  Congressional  Country  Club 
came  of  foreign  delegates  arriving  at  our  for  the  International  Executive  Council 
shores,  of  technical  study  tours  now  under  and  the  International  Second  Congress  on 
way  to  the  nation's  principal  power  cen-  Large  Dams,  with  Director  Merrill  acting 
ters,  of  additional  acceptances  received  as 
which  bring  the  total  number  of  nations 
participating  to  52,  of  papers  released  on 
Section  I  of  the  program  predicting  a 
great  “power  boom”  during  the  next  fif¬ 
teen  years,  of  acceptances  received  from 
nine  international  organizations  and  of 
latest  details  of  the  six-day  prograip  which 
opens  in  Washington  on  Monday. 

Addresses  by  President  Roosevelt,  Sec¬ 
retary  of  State  Cordell  Hull,  Secretary  of 
the  Interior  Harold  L.  Ickes,  Floyd  L.  Car¬ 
lisle,  Owen  D.  Young  and  emissaries  of 
more  than  two  dozen  foreign  nations  are 
included  in  the  program  of  the  Third 
World  Power  Conference  as  announced 
this  week  by  Director  0.  C.  Merrill. 

The  opening  session  will  be  held  in 
Constitution  Hall  the  night  of  September 
7,  with  Secretary  Hull  delivering  the  main 
address.  Dr.  William  F.  Durand,  the  noted 
scientist,  who  is  acting  as  general  chair¬ 
man  of  the  conference,  will  preside  on  this 
occasion. 

Representatives  of  Argentina,  Mexico 
and  Canada  will  also  speak  as  joint  hosts. 

The  representatives  of  the  following  coun¬ 
tries  will  then  respond  to  the  welcome: 

Germany,  Poland,  Belgium,  Denmark, 

Roumania  and  Russia. 

Conference  sessions  will  open  at  2  p.m. 
on  Monday  with  a  discussion  of  the  coal 
and  oil  industries. 


MINE  HOST  AND  FOREIGN  GUESTS 


General  Electric  Company’s  president  Gerard  Swope  with  World  Power 
Conference  foreign  delegates  at  Rice  Hall,  Schenectady 


Britain,  Austria  and  Sweden  will  follow 
Mr.  Carlisle. 

Owen  D.  Young,  chairman  of  the  board 
of  the  General  Electric  Company,  will  be 
the  next  speaker,  representing  the  electri¬ 
cal  manufacturing  group,  which  is  also 
supporting  tlie  conference.*  It  was  Mr. 
Young  who,  in  1930,  broadcast  to  Berlin 
the  original  invitation  to  this  conference. 
He  will  be  followed  by  speakers  repre¬ 
senting  Japan,  Switzerland  and  Cuba. 

President  Roosevelt  will  speak  at  a 
general  meeting  on  Friday  afternoon,  Sep¬ 
tember  11.  During  his  speech  the  Presi¬ 
dent  will  push  a  button  starting  the  gene¬ 
ration  of  power  and  the  flow  of  water 
through  the  needle  valves  at  Boulder  Dam. 

• 

South  America  to 
Send  100  Delegates 

Acceptances  for  participation  in  the 
Third  World  Power  Conference  and 
Second  Congress  on  Large  Dams  have 
l)een  received  from  eighteen  Central  and 
South  American  countries,  it  has  been 
announced  by  Director  O.  C.  Merrill, 
who  said  a  total  of  nearly  100  delegates 
and  members  will  come  to  Washington 
from  these  countries  to  discuss  the 
world’s  power  problems  with  representa¬ 
tives  of  some  33  other  nations. 

The  participation  of  the  Latin  American 
nations  is  heavier  than  at  any  of  the  pre¬ 
vious  World  Power  Conferences,  a  special 
effort  having  been  made  to  insure  their  at¬ 
tendance  in  line  with  the  “good  neighbor” 
policy  of  the  United  States  Government. 

Brazil,  the  Argentine  and  Mexico  are 
expected  to  have  the  largest  delegations. 
Two  members  of  the  Brazilian  delegation. 
Senor  Melgavio  da  Silva  Rodrigues,  As¬ 
sistant  Chief  of  Irrigation,  Reforestation 
and  Colonization  Service,  and  Senor  An¬ 
tonio  Jose  Alves  de  Souza,  Director  of 
Water  Service,  were  the  first  delegates  to 
arrive. 

The  South  Americans  have  contributed 
papers  to  the  conference  program  and  a 
number  of  the  group  have  announced  their 
intention  of  participating  in  the  discus¬ 
sions,  which  will  deal  with  such  subjects 
as  coal,  oil,  gas,  electric  power,  rural  elec¬ 
trification.  etc. 

The  following  South  and  Central  Ameri¬ 
can  nations  will  be  represented:  Argen¬ 
tina,  Bolivia,  Brazil,  Chile,  Colombia. 
Costa  Rica,  Cuba,  Dominican  Republic, 
Ecuador,  El  Salvador,  Guatemala.  Haiti. 
Honduras,  Mexico,  Nicaragua,  Peru, 
I'ruguay  and  Venezuela. 

From  the  other  side  of  the  United  States 
will  come  100  Canadians  led  by  Dr. 
Charles  Camsell,  Deputy  Minister  of 
Mines  and  chairman  of  the  Canadian 
National  Committee  of  the  World  Power 
Conference.  Canada  will  be  host  to  the 
delegates  for  three  days  following  the  con¬ 
ference. 


World  Power  Boom  Predicted 
by  Power  Conference  Speakers 

More  customers,  more  uses  and  applications  of  electric  service  with 
even  lower  rates  anticipated  in  papers  for  World  Power  Conference 

From  the  Washington  Bureau  of  Electrical  World 


The  present  improvement  in  world¬ 
wide  business  conditions  and  the  cor¬ 
responding  world-wide  improvement  in 
the  electrical  industry  lead  those  who 
have  prepared  papers  for  Section  I  of 
the  World  Power  Conference,  opening 
in  Washington  next  week,  to  predict 
that  the  usage  of  electric  service  will 
expand  as  rapidly  during  the  next  fif¬ 
teen  years  as  it  has  during  the  past 
fifteen  years. 

Papers  on  this  section  were  prepared 
for  the  United  States  by  John  C.  Parker 
and  Laurance  Frost  of  Consolidated 
Edison,  Dr.  Vannevar  Bush,  vice-presi¬ 
dent  and  dean  of  engineering  at  the 
Massachusetts  Institute  of  Technology; 
Dr.  Harlow  S.  Person,  economist,  and 
Dr.  E.  D.  Durand  of  the  Tariff  Commis¬ 
sion.  Their  papers  comprise  a  portion 
of  those  which  have  been  received  from 
a  majority  of  the  52  nations  which  will 
participate  in  the  conference  at  Wash¬ 
ington  next  week. 

Four  reasons  for  boom 

According  to  the  papers,  the  expected 
expansion  in  power  consumption  will 
take  place  through  (1)  service  to  new 
rural  customers,  (2)  the  development  of 
electrical  devices  at  present  unknown, 
(3)  rates  which  are  progressively  low¬ 
ered  and  (4)  the  substitution  of  elec¬ 
tricity  for  steam  in  industry  and  in  the 
railroads. 


Dr.  Person  warns  of  the  responsibility 
attached  to  the  power  industry  through¬ 
out  the  world  as  the  “power  boom”  pro¬ 
gresses.  He  points  out  that  the  industry 
in  the  United  States  is  unequaled  in 
volume  of  production  and  unsurpassed 
in  techniques  of  conversion  and  utiliza¬ 
tion. 

This  high  state  of  development  is  ac¬ 
counted  for  by  the  large  freedom  of 
private  enterprise,  the  abundance  and 
variety  of  resources  and  foreign  and 
domestic  demand. 

However,  the  power  industry  has 
many  problems  of  adjustment  yet  to 
solve.  For  instance,  the  author  says  that 
the  coal  industry  is  based  on  peonage 
of  labor,  that  the  oil  and  gas  industry 
is  based  on  rapid  exploitation  of  limited 
resources,  that  much  water  power  is 
going  unused,  that  unification  and  inter¬ 
connection  of  utility  systems  has  been 
limited,  and  that  electric  service  has  not 
been  extended  in  the  most  rural  areas. 

To  spread  the  full  benefits  of  the 
“power  boom”  Dr.  Person  believes  that 
utilities  must  engage  in  an  intensive  pro¬ 
motional  campaign,  aimed  at  lowering 
rates  through  increased  consumption. 

To  achieve  the  balance  in  the  eco¬ 
nomic  system  necessary  for  progress,  he 
says  that  excess  rigidity  in  the  price 
structure  must  be  eliminated,  inflated 
debt  burdens  must  be  liquidated  and 
higher  real  wages  offered. 


A  POWER  IN  GERMAN  POWER 


Herr  Doktor  August  Menge,  president  of  Elektro-Werke  AIlgemeine-Gesell- 
sehaft,  Berlin,  Germany.  With  hand  on  tie,  Dipl.  Ing.  Kurt  Reiske  of 
Siemen8>Schuekert-Werke  A.G.,  Berlin-Schmargendorf 
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Power  Delegates  on 
Pre-Conference  Tour 

On  the  first  lap  of  a  technical  study  tour 
that  will  carry  them  through  the  principal 
power  centers  of  the  Eastern  United  States 
—Schenectady,  Niagara  Falls,  Cleveland, 
Detroit,  Chicago,  Pittsburgh — a  group  of 
45  foreign  engineers  and  power  authori¬ 
ties,  delegates  to  the  Third  World  Power 
Conference,  inspected  the  Schenectady 
Works  of  the  General  Electric  Company. 
The  group  was  welcomed  by  Gerard 
Swope,  president  of  the  General  Electric 
Company,  and  R.  C.  Muir,  vice-president. 
Mr.  Swope  in  speaking  to  the  group 
jwinted  to  the  fact  that  the  increased  use 
of  electricity  is  becoming  apparent  in  al¬ 
most  every  country  of  the  world  and  that 
electricity  is  contributing  to  a  higher 
standard  of  living  for  all  peoples.  He  in¬ 
dicated  that  because  of  the  public  utili¬ 
ties’  progressive  work  in  lowering  rates, 
the  use  of  electric  appliances  in  the  home 
for  the  first  six  months  of  this  year,  com¬ 
pared  with  the  same  period  last  year,  in¬ 
creased  greatly. 

En,rineer.<  tour  works 

Specially  conducted  tours  took  the  en¬ 
gineers  through  the  factory.  Interpreters 
for  each  nationality  explained  the  tech¬ 
nical  points  of  interest.  Visits  were  ar¬ 
ranged  to  the  outdoor  mercury  turbine, 
the  world’s  longest  porcelain  kiln,  the 
steam  turbine  works,  and  generators  for 
Boulder  Dam  and  Bonneville  Dam  were 
viewed.  Luncheon  was  served  for  the 
delegates  in  the  works  restaurant. 

During  the  afternoon  the  visitors  were 
introduced  to  the  General  Electric  re¬ 
search  laboratory  activities  by  Dr.  W.  D. 
Coolidge,  director  of  the  laboratory.  Va¬ 
rious  phases  of  the  research  work  carried 
on  at  the  laboratories  were  described  and 
explained  by  individual  members  of  the 
research  staff.  Such  subjects  as  develop¬ 
ment  of  gaseous  discharge  lamps,  mag¬ 
netic  materials,  direct-current  transmis¬ 
sion.  lightning  research,  chemical  research 
and  electrical  measurements  were  covered. 
The  following  G.E.  engineers  addressed 
the  delegation:  Dr.  S.  Dushman,  W.  E. 
Ruder,  Dr.  A.  W.  Hull.  K.  B.  McEachron, 
Dr.  A.  L.  Marshall  and  Everett  S.  Lee. 

Capt.  J.  C.  Chayter,  owner  of  a  power 
system  in  Great  Britain,  arose  and  thanked 
the  General  Electric  Company  in  behalf 
of  the  delegation  for  the  courtesy  that  had 
been  shown. 

New  Orleans  Company 
Rapidly  Expanding 

Rapidly  expanding  electrical  business, 
Specially  in  construction  of  neon  and 
other  lighting  signs,  made  necessary  the 
addition  of  increased  facilities  by  leasing 


of  a  large  uptown  building  with  a  frontage 
of  120  ft.  by  tbe  Industrial  Electric,  Inc., 
E.  M.  Brignac,  president  of  the  concern, 
announced  this  week. 

The  new  quarters  will  house  the  repair 
department  of  the  firm  and  are  built  for 
heavy  industrial  purposes,  having  former¬ 
ly  been  used  by  the  New  Orleans  Public 
Service,  Inc.,  as  its  car  repair  shops. 

The  Industrial  Electric,  Inc.,  started  in 
business  only  seven  years  ago  in  a  small 
shop  with  only  1,200  sq.ft,  of  space  at 
Carondelet  and  St.  Joseph  Streets.  Now 
it  has  grown  steadily  from  this  small  be¬ 
ginning  until  today  it  operates  through  a 
wide  area  of  the  South  and  Middle  West. 
It  recently  obtained  a  rural  electrification 
contract  in  Wisconsin  aggregating  an  out¬ 
lay  of  approximately  $225,000. 


Long-Range  Works 
Plan  Announced 

A  canvass  of  state  and  local  officials  to 
determine  the  needs  of  their  communities 
for  public  Works  projects  during  the 
next  six  years  was  started  August  31  by 
the  National  Resources  Committee,  Sec¬ 
retary  Ickes,  chairman,  announced. 

The  preparation  of  an  integrated  pro¬ 
gram  of  future  public  works  is  under 
the  general  direction  of  the  46  state 
planning  boards  and  is  sponsored  by  the 
committee  with  the  co-operation  of  the 
P.W.A.  and  the  W.P.A.  The  sponsor¬ 
ing  agencies  hope  that  the  program  will 
serve  to  extend  the  practice,  on  the  part 
of  state  and  local  governments,  of  pre- 


DELEGATES  AT  TURBINE  PLANT 


Technical  lour  group  of  World  Power  Conference  visits 
steam  turbine  plant  at  Scheneetady 

FOREIGN  DELEGATES  VIEW  MERCURY-VAPOR 


World  Power  Conference  delegates  shown  at  G.  E.  mercury-vapor  installation 
are  (left  to  right)  Dipl.  Eng.  Hermann  Bussman  of  Essen-Ruhr,  Germany, 
Doktor  August  Menge,  president  of  Elektro-Werke  A.  G.,  Berlin,  and  at 
right,  Herr  Ludwig  Kallir,  A.E.G.,  Vienna 
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Utilities  Need  Not  Pay  Rate  Case 
Expenses  Imposed  by  Commission 

Louisiana  Public  Service  Commission  cannot  order  rate  investigations 
to  be  conducted  at  expense  of  public  utility  companies 


paring  public  construction  budgets  on 
a  long-term  rather  than  an  annual  basis. 

“Although  a  six-year  program  of  non- 
federal  public  works  on  a  national  scale 
should  serve  as  a  useful  guide  to  federal 
construction  agencies  in  developing  long- 
range  plans  for  normal  federal  public 
works  activities,”  Mr.  Ickes  said,  “the 
National  Resources  Committee  feels  that 
the  major  purpose  of  the  program  will 
be  achieved  if  it  serves  to  stimulate  long¬ 
term  planning  of  public  construction  ac¬ 
tivities  by  states  and  local  units  of  gov¬ 
ernment. 

Jersey  Central 
Auction  Deferred 

Counsel  for  the  Associated  Gas  &  Elec¬ 
tric  interests  and  for  the  National  Public 
Service  Corporation  debenture  holders’ 
protective  committee  have  signed  a  stipu¬ 
lation  whereby  the  scheduled  auction  of 
collateral  securing  the  debentures  has 
been  postponed  from  September  10  to  Sep¬ 
tember  28  and  whereby  the  Associated  in¬ 
terests  have  deferred  action  on  their  pe¬ 
tition  in  federal  court  to  restrain  the  auc¬ 
tion  and  for  approval  of  a  reorganization 
plan  under  Section  77b  of  the  National 
Bankruptcy  Act. 

Both  interests  are  understood  to  be  con¬ 
ferring  on  a  type  of  indenture  for  deben¬ 
tures  satisfactory  for  all  to  be  issued  by 
the  reorganized  company  to  holders  of 
present  debentures,  in  exchange  for  712.- 
411  Jersey  Central  Power  &  Light  shares 
securing  the  present  debentures. 

The  move  of  the  Associated  Gas  & 
Electric  group  for  financial  reorganization 
of  the  National  Public  Service  Corpora¬ 
tion  was  opposed  by  the  protective  com¬ 
mittee  for  holders  of  debentures  of  Na¬ 
tional  Ptiblic  Service. 


A  three- judge  federal  court  session  in 
New  Orleans  has  ruled  unconstitutional 
Act  20  of  the  second  special  session  of  the 
1934  Louisiana  Legislature,  which  was 
authority  to  the  Louisiana  Public  Service 
Commission  to  charge  public  utilities,  or 
any  other  corporation,  for  expenses  in¬ 
curred  in  making  rate  investigations. 

In  declaring  the  act  invalid  the  court 
granted  an  interlocutory  injunction  re¬ 
straining  the  Public  Service  Commission 
from  collecting  or  attempting  to  collect 
$13,226.29  from  the  Southern  Bell  Tele¬ 
phone  &  Telegraph  Company  as  addition¬ 
al  expenses  for  investigation  of  rates, 
charges  and  practices  of  telephone  service 
in  the  commonwealth. 

The  opinion,  written  by  Judge  Borah, 
recites  that  in  addition  to  the  $20,000,000 
organization  which  the  Southern  Bell 
Company  operates  in  Louisiana,  it  has 
connecting  company  contracts  with  42  in¬ 
dividual,  copartnerships  and  corporations 
operating  telephone  plants  in  the  state, 
and  that  27  of  these  plants  are  operated 
by  individuals  and  fifteen  for  corporations. 

The  opinion  further  sets  forth  that  the 
Public  Service  Commission  in  March, 
1935,  issued  orders  reducing  telephone  ex¬ 
change  rates  in  Louisiana  by  $1  in  the  city 
of  New  Orleans  and  50  cents  in  other 
parts  of  the  state.  This  move  was  con¬ 
tested  by  the  Southern  Bell  Company  in 
the  state  district  court  at  Baton  Rouge, 
and  that  court  held  the  order  invalid  and 
ordered  it  set  aside.  This  rate  reduction 
matter  is  now  pending  before  the  state 
Supreme  Court,  now  in  summer  recess. 


“Even  if  the  statute  was  constitutional,” 
the  opinion  stated,  “there  is  no  power 
granted  by  the  act  to  the  commission  to 
render  any  orders  directing  plaintiff  to 
pay  it  any  sum  whatsoever,  nor  is  any 
such  power  conferred  upon  it  by  the  Con¬ 
stitution  and  statutes  of  Louisiana,  conse¬ 
quently  their  enforcement  would  deprive 
plaintiff  of  its  property  without  due 
process  of  law. 

“Constitutional  invalidity  of  the  orders 
in  controversy,”  the  opinion  continues, 
“should  be  decreed  for  the  further  reason 
that  the  uncontroverted  facts  show  that 
said  demand  for  payment  is  for  work 
which  was  not  done  for  the  purpose  of 
being  used  in  any  investigation  being 
made  by  the  commission  in  proceeding^ 
pending  before  it,  but  was  in  fact  done,  if 
done  at  all,  for  the  purpose  of  aiding  the 
commission  in  sustaining  in  court  an  order 
after  investigation  reducing  the  rates  of 
plaintiff ;  that  the  amount  demanded  is  un¬ 
reasonable  and  excessive  and  includes 
sums  to  be  paid  for  the  benefit  of  others 
than  the  accountants  and  experts  em¬ 
ployed  by  the  commission  and  includes 
sums  greater  than  are  to  be  actually  re¬ 
ceived  by  accountants  and  experts  who 
have  done  the  actual  work  involved.” 

• 

R.E.A.  Battle  Rages 
in  Michigan 

Judge  Leland  W.  Carr  of  the  Ingham 
County  Circuit  Court  has  refused  to 
accept  jurisdiction  in  the  suit  of  the 
Michigan  Rural  Electrification  Associa¬ 
tion  against  Mrs.  Alice  E.  Alexander, 
head  of  the  state  Corporations  and  Se¬ 
curities  Commission.  The  association 
had  asked  for  a  declaratory  judgment 
to  the  effect  that  it  is  exempt  from  state 
public  utilities  commission  control  and 
for  a  writ  of  mandamus  to  compel  Mrs. 
Alexander  to  accept  for  filing  amend¬ 
ments  to  its  articles  of  incorporation. 

Mrs.  Alexander  had  refused  to  accept 
the  amendments  until  they  had  the  ap¬ 
proval  of  the  utilities  commission.  She 
acted  on  the  advice  of  the  Attorney- 
General.  Judge  Carr  ruled  that  a  Cir¬ 
cuit  Court  has  no  authority  to  issue  a 
mandamus  against  a  state  official  aid 
that  a  declaratory  judgment  could  not 
be  issued. 

In  the  meantime  the  battle  is  still  rag¬ 
ing  between  the  Public  Utilities  Com¬ 
mission  and  R.E.A.,  with  the  comniis- 
sion  maintaining  that  rural  electrification 


STOPS  ’EM  IN  ANY  LANGUAGE 


This  section  of  the  generator  being  built  for  Bonneville  by  General  Electric 
stopped  all  the  visiting  Power  Conference  delegates 
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projects,  co-operative  or  otherwise,  lie 
within  its  jurisdiction.  R.E.A.  denies 
this  and  has  struck  at  the  commission 
for  “obstructionism.” 

Company  Bids  for 
Water  Power  Rights 

(Received  by  Wire) 

Public  Service  Company  of  New  Hamp¬ 
shire  has  offered  trustees  of  the  Amos- 
keag  Manufacturing  Company  at  Man¬ 
chester  $2,000,000  for  water-power  rights 
and  hydro-electric  installation  of  this 
famous  mill  as  a  part  of  an  offer  of  a 
local  group  to  acquire  the  entire  prop¬ 
erty  for  $5,000,000  in  the  hopes  of 
salvaging  what  was  once  the  world’s 
largest  cotton  mill  for  various  manufac¬ 
turing  operations  to  be  established  at 
i  this  site. 

!  Referee  Black  has  taken  the  offer  un- 

I 

der  advisement  and  it  was  expected  that 
a  decision  would  be  reached  by  Thursday 
noon  of  this  week. 

The  principal  hydro-electric  facilities 
of  the  mill  include  a  concrete  dam  740 
ft.  long,  forebay,  tailrace,  headworks,  re¬ 
inforced  concrete  and  steel  power  house, 
and  complete  equipment  including  three 
vertical  2,300-volt  generating  units  total¬ 
ing  16,000  kw.  rating  and  operating  un¬ 
der  a  head  of  46  ft.  The  plant  was  built 
in  1923  and  modernized  an  important 
part  of  the  mill  facilities  for  water¬ 
power  supply.  A  number  of  old  me¬ 
chanically  driven  generating  units  are 
also  owned  by  the  mill,  but  these  are  of 
little  value  except  at  times  of  above  nor¬ 
mal  flow. 

Vice-President  Avery  R.  Schiller  of 
the  Public  Service  Company  informed 
Electrical  World  on  Tuesday  that  his 
company  plans  to  participate  to  the  ex¬ 
tent  of  $100,000  in  the  local  fund  for 
establishing  a  company  to  acquire  the 
mill  and  utilize  it  in  industrial  produc¬ 
tion.  About  50,000,000  kw.-hr.  a  year 
can  be  generated  at  the  mill  hydro 
station,  and  since  the  mill  shut  down 
the  Public  Service  Company  has  been 
purchasing  energy  from  this  plant  in  ad¬ 
dition  to  its  other  sources  of  supply. 


No  Allotment  Has  Been  Made 
W  High  Point  Project 

P.W.A  has  officially  denied  that  any 
allotment  has  been  made  for  the  High 
Pobt  (North  Carolina)  hydro  plant. 
Information  to  the  effect  that  the  grant 
hd  been  approved,  received  from  what 
*as  believed  to  be  reliable  sources,  was 
published  in  Electrical  World,  August 
22,  page  18. 


Will  P.W.A.  Construct  Any  More 
Competing  Public  Utility  Plants? 


Only  the  man  who  lives  in  a  white 
house  at  1600  Pennsylvania  Avenue  can 
answer  the  question  of  whether  public 
utility  companies  must  keep  on  fighting 
the  construction  of  government  power 
plants  built  next  door  to  their  own  power 
plants,  running  lines  up  and  down  the 
same  streets,  baiting  customers  with  rates 
which  provide  only  a  part  of  the  cost  to 
operate. 

Many  companies  are  uneasy  because 
they  now  depend  solely  upon  a  legal  de¬ 
cision  for  protection  against  these  com¬ 
peting  systems.  But  government  attor¬ 
neys  are  uneasy  too  because  it  is  even 
more  ticklish  to  try  to  convince  a  judge 
that  it  is  equitable  to  confiscate  an  intra¬ 
state  going  concern,  such  as  a  utility  com¬ 
pany,  than  it  is  to  plead  navigation,  irri¬ 
gation,  flood  control  and  “incidental”  by¬ 
product  power. 

More  than  that,  however,  it  will  soon 
be  seen  that  Santa  Claus  has  left  Wash¬ 
ington,  at  least  for  the  present.  Local 
contributions  for  public  works  projects 
now  must  be  made.  States  and  cities 
are  being  called  on  to  accept  more  re¬ 
sponsibility  in  connection  with  all  man¬ 
ner  of  projects.  This  means  unpleasant 
reactions  from  local  politicians  who  were 
going  to  get  all  the  money  from  our 
Uncle  Samuel. 

The  Ickes-Roosevelt  differences  are 
covered  over  until  the  campaign  ends, 
but  the  former  is  still  stymied  by  the 
latter’s  insistence  upon  his  relief  labor 


requirements.  At  the  moment,  this  is 
working  out  in  a  very  strange  way. 

So  as  to  be  able  to  carry  forward  its 
own  projects,  W.PA.  is  being  forced  to 
hide  out  enough  skilled  labor  for  essen¬ 
tial  tasks.  When  a  municipal  project 
levies  on  skilled  labor  by  name,  he  is  not 
released  for  “physical  disability”  or  some 
other  claim  that  might  be  difficult  to 
justify. 

In  localities  where  labor  shortages  exist 
the  Public  Works  Administration  has 
been  forced  to  extend  the  working  week 
to  40  hours  as  men  would  not  leave  the 
relief  rolls  for  30  hours  work.  Some  will 
not  leave  unless  there  is  assurance  of 
more  than  three  months’  work. 

Finally,  instead  of  giving  away  its 
$350,000,000  revolving  fund,  P.W.A.  is 
checking  every  project  for  two  qualifica¬ 
tions.  The  city  that  wants  P.W.A.  money 
nowadays  will  have  to  reply  to  two  ques¬ 
tions.  First  question:  Did  you  hold  a 
municipal  election  to  authorize  the  ex¬ 
penditure  of  city  money  or  the  issuance 
of  bonds  for  new  projects,  expecting  a 
P.W.A.  grant?  The  answer  here  had 
better  be  “yes.” 

Second  question:  If  the  grant  is  given 
to  the  city,  will  it  be  used  to  pay  wages 
to  people  taken  off  relief  rolls?  The  an¬ 
swer  here  had  better  be  “yes”  too,  even 
if  the  city  has  to  go  far  afield  for  relief 
labor.  For  the  only  P.W.A.  project 
sponsors  who  are  getting  the  presidential 
O.K.  nowadays  “Yes”  both  questions. 


WORLD  POWER  CONFERENCE  FOURSOME 


Left  to  right:  Herr  Ludwig  Kallir,  Direktor  A.E.G.,  Vienna,  Austria; 
J.  J.  Pascher  of  General  Electric  Company,  Dr.  T.  A.  McLaughlin,  Electricity 
Supply  Board,  Dublin,  Ireland;  President  Gerard  Swope  of  General  Electric 
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Em|nre  State 
Convention  Program 

The  two-day  annual  convention  of  the 
F’mpire  State  Gas  and  Electric  Associa¬ 
tion  will  be  held  at  Saranac  Inn,  Saranac, 
N.  Y.,  October  1-2.  Business  sessions 
will  occupy  the  two  morning  periods,  with 
recreation  and  amusement  in  the  after¬ 
noons  and  evenings. 

A  splendid  program  will  include  an  ad¬ 
dress  by  the  president,  E.  R.  Acker,  with 
addresses  also  by  L.  B.  Denning,  presi¬ 
dent  American  Gas  Association,  and 
Charles  W.  Kellogg,  president  Edison 
Electric  Institute.  Alfred  H.  Schoellkopf, 
president  Niagara  Hudson  Power  Corpo¬ 
ration,  will  speak  on  “Rural  Electrifica¬ 
tion.”  A  paper  on  “The  Social  Security 
Act  and  Employee  Benefit  Plans”  will  be 
presented  by  M.  B.  Folsom,  treasurer 
Eastman  Kodak  Company,  international 
authority  on  this  subject. 

Col.  Charles  G.  Blakeslee,  formerly 
counsel  for  the  New  York  Public  Service 
Commission,  will  speak  on  “Legal  Phases 
of  Commission  Regulation.”  H.  C.  David¬ 
son,  secretary  of  the  Consolidated  Edison 
Company,  will  speak  on  “Accounting 
Regulation,”  and  a  paper  on  “Employee 
Training  and  Public  Relations”  will  be 
given  by  H.  C.  Thuerk  of  the  Utility  Man¬ 
agement  Corporation. 

The  convention  is  in  charge  of  a  com¬ 
mittee  with  Charles  A.  Tattersall,  assist¬ 
ant  vice-president  of  the  Niagara  Hudson 
Power  Corporation,  as  chairman. 

New  Generator  to  Meet 
Kan8a8  City  Needs 

On  a  schedule  that  will  bring  it  into 
service  in  late  October,  a  big  turbo-gener¬ 
ator  is  in  mid-installation  at  the  Grand 
Avenue  power  house  of  the  Kansas  City 
Power  &  Light  Company,  Kansas  City,  Mo. 
The  major  item  in  a  $1,325,000  improve¬ 
ment  program  this  year,  this  new  3D,000- 
kw.  unit  will  cost  approximately  $810,000. 

The  Grand  Avenue  plant,  rated  at 
.50,000  kw.  capacity  when  bought  from  the 
railways  in  1927,  will  have  a  capacity  of 
more  than  twice  that  when  the  new  ma¬ 
chine  takes  on  its  share  of  the  now  in¬ 
creasing  load  in  the  fall. 

Third  Dayton  Company 
Installs  Trolley  Coaches 

The  Peoples  Railway  Company  of  Day- 
ton,  Ohio,  will  be  the  third  company  to 
offer  transit  service  in  that  city  employ¬ 
ing  trolley  coaches.  Eight  new  40-passen¬ 
ger  General  Electric-equipped  coaches 
}<re  now  being  built  by  the  J.  G.  Brill 
Company  for  the  transit  company.  Trol¬ 
ley  coach  service  in  Dayton  was  initiated 
by  the  Dayton  Street  Transit  Company. 


Buffalo  Convention 
Explores  Lighting 

The  present  art  and  science  of  lighting 
were  thoroughly  explored  at  the  30th  an¬ 
nual  convention  of  the  Illuminating  Engi¬ 
neering  Society  held  at  Buffalo,  N.  Y., 
from  Monday  through  Thursday  of  this 
week. 

Thirty  papers  were  presented,  including 
a  symposium  “Wiring — And  Doing  Some¬ 
thing  about  It,”  by  E.  A.  Brand  of  Niag- 
ara-Hudson,  R.  G.  Slaner  of  Westinghouse 


Lamp  and  O.  J.  Brady  of  West  Penn 
Power.  For  more  than  a  year  industry 
committees  have  been  working  on  the  pre¬ 
paration  of  a  wiring  handbook  based  on 
1936  standards  and  conceptions.  Sym¬ 
posium  speakers  told  what  needs 
prompted  the  work,  told  of  its  scope  and  of 
how  it  could  best  be  used  by  the  com¬ 
panies. 

Only  a  part  of  the  industry,  it  was  said, 
recognizes  that  continued  benefits  of  the 
Better  Light-Better  Sight  movement  can 
result  only  if  there  is  a  simultaneous  ac¬ 
tivity  on  wiring. 

C.  M.  Cutler  spoke  on  “Texas  Centen¬ 
nial  Central  Exposition  Lighting”  (see 
pictures  on  pages  10  and  11),  Matthew 
Luckiesh  and  Frank  K.  Moss  on  “Pre¬ 
scribing  Light  and  Lighting.”  Other 
papers  were  presented  on  high-intensity 
illumination,  use  of  filters,  photometers, 
industrial  lighting  (shoes,  textiles),  on 
school  lighting,  transportation  lighting, 
mercury-vapor  lamps,  street  lighting,  and 
a  “Code  of  Highway  Lighting.” 


Third  World  I'ower  Conferenoe — W’ash- 
ington,  D.  C.,  September  7-12.  Joel 
Wolfsohn,  executive  secretary,  In¬ 
terior  Building,  Washington,  D.  C. 

International  AxHoeiation  of  Klectriral 
Inspectors  —  Eastern  section.  Hotel 
.New  Vorker,  New  Vork,  September  8- 
10;  Northwestern  section,  Olympiah 
Hotel,  Olympia,  Wash.,  September  14- 
16 ;  Southwestern  section.  Hotel 
Fresno,  Fresno,  Calif.,  September 
21-24  ;  Southern  Section,  Hotel  Adol¬ 
phus,  Dallas,  Tex.,  September  28- 
October  1. 

1‘ennNyIvania  Electric  Association — An¬ 
nual  meeting,  Bedford  Springs  Hotel, 
Bedford  Springs,  Pa.,  September  9-11. 
Harold  A.  Buch,  secretary.  Telegraph 
Building,  Harrisburg,  Pa. 

National  Electrical  and  Radio  Exposi¬ 
tion — Grand  Central  Palace,  New 
York,  N.  Y.,  September  9-19.  Ralph 
Neumuller,  secretary,  480  Lexingrton 
Avenue,  New  York,  N,  Y. 

.M--'''»nd  l’“nties  .AsHociatinn  —  Mid¬ 
year  meeting,  George  Washington 
•  'rj.,  Set)t‘-mber  12. 

E.  J.  Hand,  secretary,  Clayton  Build- 

West  Virginia  Public  Utilities  Association 
— Annual  meeting,  Greenbrier  Hotel, 
White  Sulphur  Springs,  W.  Va.,  Sep¬ 
tember  18-19. 

Rocky  Mountain  Electrical  Association 
— Annual  convention,  Santa  Fe,  N.  M., 
September  21-23.  George  E.  Lewis, 
managing  director.  Gas  and  Electric 
Building,  Denver,  Colo. 

.Association  of  Iron  and  Steel  Engineers — - 
Annual  convention,  Detroit,  Mich.,  Sep¬ 
tember  22-25.  Brent  Wiley,  managing 
director.  Empire  Building,  Pittsburgh, 
Pa. 

National  Electrical  AVholesalers  Associa¬ 
tion  —  Semi-annual  convention.  Hotel 
Statler,  Buffalo,  N.  Y.,  September  28- 
30.  E.  Donald  Tolies,  managing  di¬ 
rector,  165  Broadway,  N.  Y. 

Empire  Stat.e  Gas  &  Electric  Association 
— Annual  meeting,  Saranac  Inn,  N.  Y., 
October  1-2.  C.  H.  B.  Chapin,  secre¬ 
tary,  Grand  Central  Terminal,  New 
York,  N.  Y. 

Indiana  Electric  Association  —  Annual 
convention,  French  Lick,  Ind.,  October 
1-2.  T.  C.  Polk,  secretary-treasurer, 
609  Traction  Terminal  Building,  In¬ 
dianapolis,  Ind. 

National  Electrical  Manufacturers  Asso¬ 
ciation — Netherland  Plaza  Hotel,  Cin¬ 
cinnati,  Ohio,  October  4-10.  W.  J.  Don¬ 
ald.  managing  director,  155  E.  44th 
Street.  New  York. 

Electrochemical  Society  —  Fall  meeting, 
Niagara  Falls,  Ontario,  October  7-10. 
Colin  G.  Fink,  secretary,  Columbia 
University,  New  York,  N.  Y. 

National  Electrical  Contractors  Associa¬ 
tion  —  Annual  convention.  Atlanta- 
Biltmore  Hotel,  Atlanta,  Ga.,  October 
12-14.  L.  W.  Davis,  secretary,  420 
Lexington  Ave.,  New  York,  N.  Y. 


Utility  Protests 
Rural  Inquiry  Fee 

Attorneys  for  the  New  York  State  Elec¬ 
tric  &  Gas  Corporation  testified  last  week 
before  the  New  York  Public  Service  Com¬ 
mission  that  the  company  they  represented 
wanted  to  spend  up  to  $1,000,000  for  de¬ 
velopment  of  a  rural  electrification  pro¬ 
gram,  but  the  company  failed  to  under- 
.stand  why  the  commission  has  assessed  it 
for  costs  for  investigating  estimates  made 
by  the  utility  on  the  expense  of  the  pro¬ 
gram. 

G.  A.  Aronson,  counsel  for  the  company, 
pointed  out  that  back  in  December,  when 
the  company  asked  permission  to  float 
$1,000,000  bonds  to  carry  on  its  extensive 
farm  electrification  project,  it  estimated 
the  cost  per  mile  at  $2,000.  The  commis¬ 
sion,  however,  it  was  asserted,  took  the 
position  that  $2,000  was  excessive  and  re¬ 
fused  to  permit  the  bond  issue.  In  order 
to  facilitate  construction  of  the  lines,  the 
company  asked  that  it  be  permitted  to  bor¬ 
row  $750,000  on  a  five-year  note,  paying, 
meanwhile,  $1,000  filing  fee  required  by 
the  commission. 

The  commission  sent  its  men  into  the 
field  to  investigate  and  billed  the  company 
for  $85.  A  second  bill  for  $292  was  pre¬ 
sented.  Meanwhile,  the  company  claims, 
it  paid  several  filing  fees  in  various 
amounts.  “I  feel,”  said  Mr.  Aronson, 
“that  we  must  protest  the  assessment  of 
these  charges  until  we  find  out  how  the 
P.S.C.  arrived  at  them.  Furthermore,  wf 
question  the  necessity  for  the  second  in¬ 
vestigation.” 

Commissioner  W.  T.  Wilkinson,  who- 
heard  the  case,  reserved  decision. 
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Output  Establishes  New  Record 
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Shattering  the  new  record  established 
at  2,125,502,000  kw.-hr.  for  the  week 
ended  August  22,  production  of  elec¬ 
tricity  by  the  electric  light  and  power 
industry  of  the  United  States  for  the 
week  ended  August  29  was  2,135,598,- 
000  kw.-hr.,  according  to  the  report  is¬ 
sued  this  week  by  the  Edison  Electric 
Institute. 

This  figure  represents  an  increase  in 
output  of  21.2  per  cent  over  that  recorded 
for  the  corresponding  week  of  1929  and 


an  increase  of  6.6  per  cent  over  the  De¬ 
cember  peak  of  1935. 

Increases  in  the  regional  gains  are  to 
be  noted  in  all  sections  of  the  country. 
With  business  maintaining  the  substan- 


Weekly  Output,  Millions  of  Kw.-Hr. 
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tial  gains  made  in  practically  every  line, 
continued  increases  in  output  can  be  ex¬ 
pected  in  succeeding  weeks. 


Per  Cent  (Change  from  Previous  Year 


Week 

W'eek 

Aug.  29 

Aug.  22 

New  Ensland . 

Middle  Atlantic . 

+  13.7 

+  15.0 

+  16.7 

+  14.6 

Central  Industrial . 

+  21.5 

+  18.4 

West  Central . 

+  18.5 

+  16.4 

South  States . 

+  23.3 

+  29.4 

Rocky  Mountain . 

+  13.8 

+  14.1 

Pacific  Coast . 

+  11.4 

+  10.6 

United  States . 

+  18.0 

+  15.5 

Chippewa  Project  Costs 

Federal  Power  Commission  has  issued 
an  opinion  in  the  matter  of  the  determina¬ 
tion  of  the  actual  legitimate  original  cost 
as  of  December  31,  1927,  of  Project  No. 
108,  Northern  States  Power  Company,  li¬ 
censee.  The  project,  known  as  the  Chippe¬ 
wa  Reservoir  and  consisting  of  a  dam  and 
reservoir  only,  is  located  on  the  Chippewa 
River  in  Sawyer  County,  Wis.  On  the  basis 
of  the  evidence  presented,  the  commission 
has  allowed  $880,560  original  cost. 

• 

Output  in  Canada  Up  12.8% 

Central  stations  in  Canada  produced 
2,020,855,000  kw.-hr.  during  July,  as 
against  2,028.695.000  kw.-hr.  in  June  and 
1,791,543.000  in  July  last  year,  the  Do¬ 


minion  Bureau  of  Statistics  has  an¬ 
nounced.  This  represents  an  increase  of 
12.8  per  cent  over  the  1935  output. 

• 

Wisconsin  Utility  to  Pay 
$101,000  Income  Tax 

To  settle  a  controversy  with  the  State 
Tax  Commission  over  an  additional  as¬ 
sessment  of  income  taxes  the  Wisconsin 
Gas  &  Electric  Company  has  agreed  to  pay 
$101,765.  The  additional  taxes  cover  non¬ 
operating  income  for  the  years  1922  to 
1926  and  total  income  from  1927  to  1931. 
Major  points  in  dispute  were  the  allow¬ 
ance  of  interest  in  construction,  deprecia¬ 
tion  and  amortization  of  bond  discount  and 
expense,  federal  income  tax  deductions 
and  reserve  for  the  abandonment  of  rail¬ 
way  property. 


New  E.H.F.A.  Contracts 

Electric  Home  and  Farm  Authority  has 
announced  that  contracts  have  been  closed 
with  the  Eastern  Nebraska  Public  Power 
District,  Lincoln,  Neb.;  the  Cullman 
County  Electric  Membership  Corporation, 
Cullman,  Ala.,  and  the  Municipal  Water 
and  Light  Plant,  Somerville,  Tenn.  The  | 
contracts  provide  that  E.H.F.A.  and  these 
electrical  projects  will  co-operate  in 
financing  the  sale  of  electrical  appliances. 

• 

Power  Council  Moves  Office 

On  September  1  the  headquarters  office  | 
of  the  Power  Transmission  Council  and 
Mechanical  Power  Engineering  Associ¬ 
ates  moved  from  1  Atlantic  Street,  Stam¬ 
ford,  Conn.,  to  75  State  Street,  Boston, 
Mass. 
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The  Beautv 


The  beauty  that  is  T  \-' 
at  the  Texas  Centennial 
of  the  Centennial,” 
Sirigo),  graces  the  Alt; 


Upper  left  is  a  view  of 
cations  Building.  Fr"® 
pylons  streams  of  "a!* 
The  bronze  figure  in  tht 
pylon.  The  mural  is 
munications  Building. 


Upper  right  is  a  ilc 
fountain.  In  the 
entrance  pylon.  Lo’*-' 
green  pylon  on  the  t-? 


Among  General  Electric  official»<  who  welcomed  to  the  Schenectady  plant 
la^t  week  foreign  delegates  to  the  World  Power  Conference  were  W.  R. 
Whitney,  vice-president  in  charge  of  research  (left),  and  W^.  D.  Coolidge, 
director  of  the  research  laboratory  (right).  Maurice  Holland  (center)  is 
chairman  of  the  coordinating  committee  of  the  World  Power  Conference 


G.  Bertram  Regar  Elected 
President  of  I.E.S. 

G.  Bertram  Regar.  manager,  lighting 
department.  Philadelphia  Electric  Com¬ 
pany,  has  been  elected  president  of  the 
Illuminating  Engineering  Society  and 
will  assume  his  new  duties  on  October 
1.  Other  officers  elected  to  serve  with 
Mr.  Regar  include  Prof.  H.  B.  Dates, 
Case  School  of  Applied  Science,  Cleve¬ 
land,  Ohio,  and  D.  W  .  Atwater,  Westing- 
h»»use  Lamp  Company,  Bloomfield,  N,  J., 
vice-presidents;  A.  D.  Cameron,  Holo- 
phane  Company,  Inc.,  general  secretary; 
W.  F.  Little,  Electrical  Testing  Labora¬ 
tories,  treasurer. 

Mr.  Regar’s  first  connection  in  the 
lighting  industry  was  with  the  W^els- 
hach  Company  at  Gloucester,  N.  J.,  and 
subsequently  he  was  transferred  to  the 
l^hiladelphia  sales  department  and  made 
superintendent  of  lighting.  On  the  re¬ 
tirement  of  the  W’elsbach  Company  from 
the  retail  lighting  sales  business,  he  be¬ 
came  affiliated  in  1909  with  the  Phila¬ 
delphia  Electric  Company  as  an  illumi¬ 


nating  engineer  and  upon  the  formation 
of  the  lighting  service  division  in  1916, 
he  was  selected  manager.  In  1931 
Mr.  Regar  became  a  xlepartmental  head 
on  the  staff  of^eorge  E.  Whitwell,  vice- 
president  in  charge  of  sales. 


For  many  years  Mr.  Regar  has  been 
active  in  I.E.S.,  having  served  as  a  mem¬ 
ber  of  the  council,  as  chairman  of  sev¬ 
eral  of  its  more  important  committees, 
as  well  as  in  guiding  the  activities  of  the 
Philadelphia  section,  of  which  he  is  a 
past-chairman  and  a  member  of  board  of 
managers  for  twelve  years. 

He  was  director  of  the  lighting  sales 
bureau  of  the  old  N.E.L.A.  for  six  years, 
the  final  two  years  serving  as  vice-chair¬ 
man  and  chairman,  respectively.  He  was 
selected  by  the  U.  S.  National  Committee 
of  the  International  Commission  on  Il¬ 
lumination  to  speak  on  the  subject  of 
lighting  promotional  work  in  America 
at  the  International  Illumination  Con¬ 
gress  which  was  held  in  Germany  in 
1935.  He  later  was  the  guest  speaker 
at  meetings  held  in  Berlin,  Paris  and 
London  of  executives  and  illuminating 
engineers  connected  with  utility  com¬ 
panies  and  incandescent  lamp  manu¬ 
facturers. 

• 

►  Rudolph  Furrer,  for  the  past  three 
years  assistant  to  the  vice-president  of  the 
National  Tube  Company  and  prior  to  that 
chief  engineer  and  director  of  research 


for  the  A.  0.  Smith  Company,  Milwaukee, 
has  been  named  industrial  engineer  for  the 
Allis-Chalmers  Manufacturing  Company, 
Milwaukee,  Wis. 

►  Ray  a.  Williams,  formerly  connected 
with  the  Southwestern  Gas  &  Electric 
Company  as  local  manager  of‘  the  East 
Texas  oil  field,  has  been  appointed  presi¬ 
dent  and  general  manager  of  the  Pecos 
Valley  Power  &  Light  Company,  with 
headquarters  at  Girvin,  Tex.  Mr.  Wil¬ 
liams  succeeds  J.  R.  Jones,  resigned. 

►  E.  H.  Lewis  has  resigned  as  general 
manager  of  the  Hatfield  Wire  &  Cable 
Company  and  is  moving  to  the  Pacific 
Coast.  Mr.  Lewis  was  formerly  designing 
engineer  in  charge  of  wire  and  cable  engi¬ 
neering  of  the  merchandise  department  of 
the  General  Electric  Company. 

►  John  T.  Shewmake.  formerly  con¬ 
nected  with  the  Puget  Sound  Power  & 
Light  Company,  Seattle,  Wash.,  lias  been 
appointed  general  sales  manager  of  the 
Jamaica  Public  Service  Company,  Ltd.. 
Kingston,  Jamaica.  Both  companies  are 
units  of  the  Stone  &  Webster  system.  Mr. 
Shewmake  is  succeeding  E.  R.  Woolley* 
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who  is  now  connected  with  the  Tennessee 
Public  Service  Company  at  Knoxville. 

►  Leonard  K.  Murphy,  who  joined 
Brooklyn  Edison  in  1922,  and  who  was 
form<‘rly  purchasing  agent,  has  been  ap¬ 
pointed  manager  of  the  Bedford  district 
ttffice. 

►  Lewis  H.  Brown,  president  of  the 
johns-Manville  Corporation,  has  been 
elected  a  director  of  the  New  York  Tele¬ 
phone  (Company.  Mr.  Brown  is  a  trustee  of 
the  Mutual  Life  Insurance  Company  and 
chairman  of  the  National  Association  of 
Manufacturers  committee  on  agricultural 
relations. 

►  A.  K.  Ellis,  who  has  been  connected 
with  the  Pittsburgh  Testing  Laboratory 
since  1905,  has  been  elected  president. 
Starting  as  laboratory  technician,  he  has 
served  successively  as  inspector  of  engi¬ 
neering  materials,  chief  engineer,  man¬ 
ager  of  the  New  York  branch,  assistant 
general  manager,  general  manager  and 
as  vice-president  since  1929. 

►  J.  W.  Ward  has  joined  the  organiza¬ 
tion  of  Victor  Insulators,  Inc.,  as  plant 
manager.  Mr.  Ward  will  bring  to  Victor 
the  benefit  of  his  broad,  practical  ex¬ 
perience  in  the  porcelain  insulator  field. 
For  nearly  thirty  years  he  has  had 
charge  of  insulator  production,  first  with 
the  Pittsburgh  Insulator  Corporation, 
Lima,  N.  Y.,  and  for  the  past  seven  years 
with  the  Illinois  Electric  Porcelain  Com¬ 
pany,  Macomb,  Ill. 

►  J.  E.  Borland,  after  a  year  spent  in 
activities  associated  with  the  electrifica¬ 
tion  of  South  African  gold  mines,  has 
returned  to  the  industrial  sales  depart¬ 
ment  of  the  Westinghouse  Electric  & 
Manufacturing  Company  at  East  Pitts¬ 
burgh,  Pa.,  where  he  will  be  identified 
with  the  application  of  electrical  equip¬ 
ment  to  power  shovels,  and  mining  and 
quarrying  operations.  During  his  stay 
in  South  Africa  Mr.  Borland  was  asso¬ 
ciated  with  the  Westinghouse  Electric 
International  Company.  He  has  been 
associated  with  the  Westinghouse  com¬ 
pany  for  more  than  seventeen  years. 

^  L.  F.  Sampio,  formerly  chief  engineer, 
electrification  department,  Compania 
Paulista  de  Estradas  de  Ferro,  Sao 
Paulo,  Brazil,  now  is  connected  with  the 
Metropolitan-Vickers  Electrical  Export 
Company,  Ltd.,  Rio  de  Janeiro,  Brazil. 

^Albert  Milmow  of  Charlotte,  N.  C., 
for  many  years  a  manufacturer’s  repre¬ 
sentative,  has  recently  been  appointed 
fiy  Schweitzer  &  Conrad,  Inc.,  Chicago, 
to  handle  the  sales  of  protective  and 
switching  equipment  for  substation  and 
transmission  lines,  and  distribution  cir¬ 
cuits  in  the  Carolinas.  Mr.  Milmow’s 
extensive  experience  in  the  utility  field 
eminently  qualifies  him  for  this  work  in 
the  application  and  operation  of  protec¬ 


tive  equipment.  Associated  with  Mr.  Mil¬ 
mow  will  be  George  O,  Bason,  formerly 
connected  with  the  Condit  Electrical 
Manufacturing  Company,  Boston,  Mass. 
Mr.  Bason  has  also  been  in  the  utility 
field  and  manufacturing  business  for  a 
number  of  years.  He  took  up  his  new 
duties  as  of  September  1. 

►  P.  E.  Benner,  formerly  electrical  en¬ 
gineer,  General  Electric  Company, 
Schenectady,  N.  Y.,  now  is  operating 
engineer  for  the  Georgia  Power  Com¬ 
pany,  Atlanta. 

►  Clinton  Steinhoff  has  been  ap¬ 
pointed  assistant  sales  manager  of  the 
Lansing  division  for  Consumers  Power 
Company.  He  has  been  manager  of  the 
company  at  Howell  since  1929. 

►  J.  H,  Johnson,  salesman  for  the  Wis¬ 
consin  Power  &  Light  Coimpany,  has 
been  named  district  manager  at  De 
Forest,  Wis.,  succeeding  the  late  Otto 
Washburn.  Mr.  Johnson  has  been  with 
the  utility  since  the  De  Forest  office  was 
established  twelve  years  ago. 


OBITUARY 
H.  W.  Fuller 

H.  W'.  Fuller,  vice-president  in  charge 
of  engineering  and  construction.  Bylles- 
by  Engineering  &  Management  Corpora¬ 
tion.  died  suddenly  while  on  a  vacation 
at  Basswood  Lake,  Minn.,  August  28. 
Born  in  New  York,  Mr.  Fuller  entered 
the  electrical  industry  immediately  after 


graduation  from  Rutgers,  his  first  work 
being  in  connection  with  the  electrifica¬ 
tion  of  the  horse  car  lines  at  Paterson, 
N.  J.,  in  1891  and  1892. 

He  became  associated  with  the  General 
Electric  Company,  subsequently  entered 
the  transportation  field  and  in  1901  was 
made  general  manager  of  the  Washington 
Railway  &  Electric  Company  and  the 
Potomac  Electric  Power  Company,  the 
position  he  occupied  until  1911,  when 


he  joined  the  Bylleshy  organization. 

He  served  successively  as  vice-presi¬ 
dent  and  general  manager  of  Appala¬ 
chian  Power  Company,  Bluefield,  W.  Va.; 
vice-president  of  Louisville  Gas  &  Elec¬ 
tric  Company;  in  the  Chicago  office  of 
Byllesby;  vice-president  in  charge  of  op¬ 
eration,  Northern  States  Power  Company, 
and  since  1924  as  vice-president  in  charge 
of  engineering  and  construction  of  Byl¬ 
lesby  Engineering  &  Management  Corpo¬ 
ration.  He  was  also  a  vice-president  and 
director  of  Standard  Gas  &  Electric  Com¬ 
pany  and  a  director  of  several  Byllesby 
properties. 


Benjamin  F.  Pearson 

Benjamin  F.  Pearson,  retired  official  of 
the  Southern  California  Edison  Company 
and  pioneer  in  tlve  southern  California 
electrical  industry,  died  August  18  as  the 
result  of  a  heart  attack.  He  was  69  years 
of  age. 

Long  associated  with  the  electrical  de¬ 
velopment  of  southern  California,  Mr. 
Pearson  held  many  offices  of  importance 
in  the  Edison  Company,  and  was  manager 
of  industrial  relations  at  the  time  of  his 
retirement  in  1933.  His  thirty-eight  years 
service  with  the  company  dated  from  1896 
when  he  joined  the  Redlands  Electric 
Light  &  Power  Company,  one  of  the  prede¬ 
cessor  organizations  of  the  Edison  com¬ 
pany.  In  succeeding  years  Mr.  Pearson 
directed  much  of  the  service  expansion  of 
the  Edison  Company  and  its  predecessor 
organizations.  He  was  general  superin¬ 
tendent  of  the  Edison  Electric  Company, 
the  Southern  California  Edison  Company, 
after  1909,  and  in  1917  when  the  Edison 
Company  and  the  Pacific  Light  &  Power 
Company  were  consolidated,  he  became 
superintendent  of  the  division  comprising 
southern  California.  In  1921  he  was  ap¬ 
pointed  manager  of  operation  and  four 
years  later  he  was  made  manager  of  in¬ 
dustrial  relations. 

• 

Matthew  M.  Merritt 

Matthew  M.  Merritt,  inventor  and  a 
founder  of  the  Hygrade  Sylvania  Corpo¬ 
ration,  vacuum  tube  manufacturer,  died 
at  his  home  in  Middleton,  Mass.,  on  Au¬ 
gust  31.  Mr.  Merritt  had  been  granted 
patents  on  more  than  fifty  inventions, 
many  of  them  dealing  with  the  incan¬ 
descent  lamp.  He  was  68  years  of  age. 

• 

►  Irving  N.  Beeler,  chairman  of  the 
board  of  Pierce,  Butler  and  Pierce  Manu¬ 
facturing  Company,  died  at  his  home  in 
Syracuse,  N.  Y.,  August  19.  Born  in  that 
city  in  1883,  Mr.  Beeler  organized  the  I.  N. 
Beeler  Company,  Inc.,  designers  and 
equippers  of  electric  power  plants.  In 
1931  Mr,  Beeler  was  elected  president  of 
Pierce,  Butler  and  Pierce.  He  was  a  grad¬ 
uate  of  Syracuse  University. 
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AXD  MARKETS 


No  Summer  Slump 
in  Appliance  Sales 

Sales  of  electric  refrigerators  and  elec¬ 
tric  ranges  on  the  part  of  public  utility 
companies  are  far  ahead  of  last  year,  and 
sales  activity  on  these  appliances  has  con¬ 
tinued  throughout  the  summer,  according 
to  H.  H.  Bosworth,  manager  of  the  central 
station  sales  for  General  Electric’s  special¬ 
ty  appliance  sales  division. 

“In  past  years,”  Mr.  Bosworth  said, 
“the  central  stations’  selling  activity  on 
refrigerators  and  ranges  has  been  con¬ 
fined,  generally,  to  the  two  peak  months  of 
April  and  May.  Usually  the  utilities  go 
on  to  other  activities  in  the  summer.  How¬ 
ever,  this  year  the  central  stations’  mer¬ 
chandising  departments  have  continued 
refrigerator  and  range  activities  through¬ 
out  the  summer  and  they  still  are  doing  a 
good  business  with  both  appliances.  Both 
products,  of  course,  are  load  builders. 
More  and  more  utilities,  too,  are  becom¬ 
ing  interested  in  the  kitchen  promotion 
program  of  the  Edison  Electric  Institute 
and  are  tying  in  with  that  program.” 

Mr.  Bosworth  reported  that  more  than 
40,000  General  Electric  “Liftop”  refriger¬ 
ators  now  are  in  service  in  homes  through¬ 
out  the  country.  A  large  percentage  of 
these  refrigerators  have  been  sold  by  cen¬ 
tral  stations,  many  of  them  being  put  in 
homes  on  a  trial  basis  and  later  being  con¬ 
verted  into  larger  models. 


ments  on  the  7  per  cent  preferred  stock, 
the  profit  was  equivalent  to  $1.18  each  on 
1,781,426  $l-par  common  shares  outstand¬ 
ing  at  the  end  of  the  company’s  fiscal  year 
on  October  31,  1935.  In  the  preceding 
quarter  the  net  profit  was  $1,381,581,  or 
77  cents  a  share  on  1,781,426  shares.  In 
the  July  quarter  of  1935  it  was  $1,067,336. 
or  60  cents  a  share  on  1,766,426  shares 
then  outstanding. 


Louisiana  to  Have 
Electrical  Show 


An  added  feature  of  the  24th  annual 
South  Louisiana  State  Fair,  to  be  held 
October  11  to  18,  will  be  an  electrical 
show  sponsored  by  the  Louisiana  Power  & 
Light  Company.  The  show  will  be  held 
each  day  of  the  fair  and  is  expected  to  be 
the  highlight  of  the  event,  officials  an¬ 
nounced  at  a  sectional  rally  held  at  Mor¬ 
gan  City. 

Occupying  the  mammoth  building  that 
in  previous  years  featured  the  automobile 
displays,  the  show  will  contain  exhibits  of 
the  very  latest  electrically  operated  labor- 
and  time-saving  appliances  and  devices. 
These  will  include  electric  refrigerators, 
cooking  ranges,  washing  machines,  irons, 
fans,  heaters  and  many  novelty  features 
that  are  not  commonly  seen.  Willie  Voca- 
lite,  the  Westinghouse  mechanical  man. 
will  give  several  free  shows  daily. 

Friendly  demonstrations  will  be  con¬ 
ducted  throughout  the  day  to  show  how  the 


Monowatt  Goes  East 

The  Monowatt  Electric  Corporation, 
General  Electric  subsidiary  at  Bridgeport, 
Conn.,  will  move  to  the  old  D  &  W  fuse 
factory  at  Providence,  R.  I.,  as  soon  as 
possible  and  will  be  in  full  oi>eration  by 
October  1.  About  500  persons  will  be 
employed,  with  a  nucleus  staffed  from 
Bridgeport.  Several  thousand  dollars  is 
being  expended  to  modernize  the  factory 
on  Hathaway  Street,  Providence.  The 
plant  will  manufacture  decorative  lighting 
equipment,  miniature  lamp  attachments 
and  similar  varied  products. 


6,500  AMP.  AT  SIX  VOLTS  FOR  PLATING 


Pickwick  Landing  Order 

Allis-Chalmers  Manufacturing  Com¬ 
pany  has  been  awarded  an  order  for  two 
-fiO.OOO-hp.  hydraulic  turbines  for  the  Pick¬ 
wick  Landing  development  of  the  Ten¬ 
nessee  Valley  Authority.  The  award  totals 
$937,000. 


Serve!  Doubles  Income 

For  the  quarter  ended  July  31  Servel, 
Inc.,  and  subsidiaries  reported  last  week 
a  net  profit  of  $2,122,306  after  deprecia¬ 
tion,  bond  interest,  federal  income  taxes 
-and  other  charges.  After  dividend  require- 


This  locomotive  main  rod  was  chrome-plated  by  Timken  Roller  Bearini^ 
Company  in  a  17-ft.  tank  utilizing  6,500  amp.  at  6  volts.  The  exhaust 
system  salvages  chromic  acid  from  the  fumes  by  a  washing  process 
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many  new  appliances  are  properly  oper¬ 
ated.  More  than  30  booths  have  already 
been  contracted  for  at  the  show,  R.  S. 
Vickers,  secretary-manager,  announced. 

• 


Refrigerator  Sales 
Rise  in  July 

Sales  of  household  refrigerators  in  July 
and  in  the  first  seven  months  of  this  year 
showed  a  marked  gain  over  those  in  the 
conesponding  period  in  1935,  according 
to  a  report  issued  last  week  by  the  Nation¬ 
al  Electrical  Manufacturers  Association. 
In  July  186,639  units,  valued  at  $14,860,- 
337,  were  sold  in  this  country,  comparing 
with  140,250  units,  valued  at  $11,020,929, 
in  the  same  month  last  year. 

Sales  in  the  first  seven  months  totaled 
1,498,459  units,  with  a  valuation  of  $121,- 
879,498,  compared  with  1,146,231  units, 
valued  at  $88,374,077,  in  the  correspond¬ 
ing  period  last  year. 

World  sales  in  July  totaled  206,019 
units,  valued  at  $16,283,643,  against  152.- 
364  units,  valued  at  $11,917,338.  in  the 
same  month  of  1935.  In  the  first  seven 
months  world  sales  amounted  to  1,616,912 
units,  valued  at  $130,541,593,  compared 
with  1,224,118  units,  valued  at  $94,370,- 
034,  in  the  same  period  last  year. 

Australia  Asks  Bids 
for  Equipment 

State  Electricity  Commission.  Mel¬ 
bourne,  Australia,  will  receive  bids  until 
October  20  for  2,200-volt  metal-clad 
switchgear  lor  local  power  station  (Speci¬ 
fications  36/35) . 

County  Council,  Sydney,  Australia,  re¬ 
ceives  bids  until  November  2  for  two 
50,000-kw.  steam  turbo-alternator  sets  for 
Bunnerong  power  plant.  Also,  at  same 
time,  for  steam  generating  plant  equip¬ 
ment  for  same  station  (Specifications  No. 
55). 

City  Council,  Townsville,  Queensland, 
Australia,  will  receive  bids  until  Decem¬ 
ber  17  for  one  2,500-kw.  turbo-alternator, 
with  complete  accessory  equipment,  for 
municipal  power  plant,  as  per  specifica¬ 
tions  on  file. 

Metropolitan  Water,  Sewerage  and 
Drainage  Board,  Sydney,  receives  bids 
until  October  6  for  steam  boiler  units  and 
auxiliary  plant  equipment  for  Ryde  pump¬ 
ing  station  (Contract  No.  1340) . 

New  York  Metal  Prices 

Aug.  26,  1936  Sept.  2.  1936 
Cents  per  Cents  per 
„  Pound  Pound 

)^PP*r  electrolytic .  9.75*  9.75* 

j^M.Am.S.&R.  price..  4.60  4.60 

«‘'mony .  11.37  11.75 

Jlickd  ingot .  35.00  35.00 

“"'spot .  5,  175  5.225 

.  42.00  43.  125 

'Itt^nuni,  99  per  cent . .  19—21  1 9—2 1 

delivered  Connecticut  Valley. 


Field  Reports  on  Business 

Reports  to  Electrical  World  from  the  field  indicate  that  business  has 
moved  up  to  the  Labor  Day  interruption  in  the  most  impressive  fashion 
since  pre-crash  days.  Productive  and  distributive  trades  are  flushed 
with  an  optimism  which  belies  the  political  worries  of  an  election  year. 
The  cause  and  effect  of  such  things  is  never  entirely  clear,  but  rising 


prices  appear  to  be  contributing  to 


NEW  ENGLAND 

Indications  that  sales  of  electrical  equip¬ 
ment  will  continue  to  maintain  a  good  level 
in  this  area  during  the  coming  fall  are 
reported  in  view  of  inquiries  being  received 
for  power  apparatus  and  many  electrical 
specialties.  Motor  sales  are  steady  and 
switch  and  control  apparatus  are  selling 
well.  Domestic  meter  sales  are  strong, 
and  according  to  a  prominent  manufacturer 
the  volume  to  date  is  appreciably  above 
that  for  a  corresponding  period  of  last  year. 
Line  material  sales  are  confined  mostly  to 
line  hardware,  pole-line  materials  and  small 
insulators  in  small  lots  for  rural  districts 
with  the  demand  rather  light. 

Inquiries  for  electric  welding  units  are 
coming  in  in  good  volume,  reports  a  well- 
known  manufacturer;  wiring  supplies  are 
strong.  Recent  announcements  of  new  all¬ 
electric  homes  for  suburban  sites  adjacent 
to  Boston  should  materialize  in  sales  of  a 
good  volume  of  electrical  supplies. 

Store  renovations  in  the  downtown  busi¬ 
ness  district  of  Boston  are  quite  numerous 
and  the  demand  for  advanced  lighting  ef¬ 
fects  is  very  encouraging.  Merchandising 
continues,  with  range  selling  notably  strong 
in  Massachusetts  according  to  a  prominent 
distributor;  refrigerator  sales  are  steadily 
showing  an  increase  over  last  year  through¬ 
out  this  district.  The  demand  for  electric 
laundering  appliances  is  brisk  and  sales  are 
active;  small  appliances  are  selling  well; 
electric  counter  appliances  for  restaurant 
service  are  attracting  attention. 

Special  electrical  equipment  is  being  con¬ 
sidered  for  a  new  transmitting  station,  radio 
control  beacons  and  direction  lights  and 
markers  for  an  airport  for  the  East  Coast 
Airways,  at  West  Hanover,  Mass. 

NEW^  YORK 

No  more  impressive  evidence  of  accelerat¬ 
ing  business  momentum  could  be  asked  than 
the  successive  weekly  peaks  for  electric  en¬ 
ergy  output,  which  hit  2,135,598,000  kw,-hr. 
last  week.  And  the  gain  over  last  year  was 
expanded  to  no  less  than  18  per  cent.  And, 
while  longer  days  and  new  appliances  con¬ 
tinue  to  increase  domestic  demand,  the  in¬ 
dustrial  power  load  is  the  backbone  of  this 
sensational  advance. 

These  consistent  increases  focus  attention 
once  more  on  prospective  increases  in  gen¬ 
erating  facilities.  With  heavy  industry’s 
volume  accreting  snowball  fashion,  good  or¬ 
ders  for  turbines  would  be  about  all  that’s 
needed  to  swell  the  present  recovery  to  boom 
proportions.  Demand  for  heavy  equipment, 
with  line  stringing  and  some  building  con¬ 
struction  as  logical  companions,  holds  the 
most  interesting  potentiality  in  the  entire 
industrial  outlook.  This  all  may  be  expe¬ 
dited  by  the  growing  realization  that  the 
next  Congress  will  be  less  inimical  to  the 
utilities,  regardless  of  the  outcome  of  the 
presidential  race. 

Meanwhile,  costs  are  rising.  As  steel, 
copper  and  other  metal  trades  forge  ahead, 
raw  products  are  feeling  the  impetus.  World 


the  recovery  momentum. 


cupper  prices  again  are  crowding  domestic 
quotations;  zinc  has  been  advanced  and 
quicksilver  has  run  away,  with  Spain  out  of 
production.  Steel  prices  will  go  up  again 
late  this  year  or  early  next  and  labor’s  hire 
is  on  the  ri^-e. 

PACIFIC  COAST 

Arbitration  between  shipowners  and  ma¬ 
rine  labor  elements,  which  had  apparently 
reached  an  impasse  last  week,  appears 
brighter  through  discrediting  of  radical  ele¬ 
ments  and,  consequently,  fears  of  a  whole¬ 
salers  warehouse  strike  are  allayed.  Bar¬ 
ring  this  uncertainty,  the  coast  swings  into 
the  best  months  of  the  year,  hopeful  of  sur¬ 
passing  1930  electrical  figures. 

Plans  are  pending  with  the  Federal  Power 
Commission  for  construction  of  Pacific  Gas 
&  Electric  Company’s  largest  tunnel,  which 
is  to  be  11  miles  long,  91  ft.  high,  costing 
about  $2,000,000  and  replacing  a  flume  sys¬ 
tem  in  Tuolumne  County. 

The  month’s  business  feature  has  been 
emergence  of  industrial  group  from  casual 
and  maintenance  buying,  evidenced  not  only 
by  such  extensive  jobs  as  the  relighting  of 
two  automobile  body  and  assembling  plants 
in  the  bay  area  for  $75,000  each,  but  also 
by  excellent  business  reported  by  smaller 
specialized  plants.  Lighting  has  been  a 
major  feature  of  their  business.  Certain 
key  industrials  report  an  average  increase 
of  two-thirds  their  personnel  and  double 
their  payroll  over  July,  1935. 

CHICAGO 

Business  continued  to  rush  toward  the 
close  of  summer  with  a  vigor  that  has 
amazed  even  the  most  sanguine.  Ample 
opportunity  for  generating  enthusiasm  over 
the  autumn  outlook  existed  in  the  develop¬ 
ments  of  last  week.  Outstanding,  because 
of  the  implication  of  beneficial  results  in 
numerous  other  industries,  was  the  revela¬ 
tion  that  the  railroads  had  fared  better, 
financially,  than  the  most  optimistic  had 
anticipated.  Aside  from  the  importance  of 
being  returned  to  solvency,  the  significance 
of  this  showing  lies  in  the  railroads  having 
their  purchasing  power  restored. 

Reports  from  the  steel  industry  lent  fur¬ 
ther  encouragement  to  the  picture.  Opera¬ 
tions  in  the  Chicago  aera  exceeded  the  na¬ 
tional  average  by  three  points,  climbing  to 
a  rate  of  over  75  per  cent  capacity.  Elec¬ 
trical  energy  output  in  this  district  was  up 
sharply,  the  improved  industrial  load  being 
a  contributing  factor.  Retail  trade  is  mov¬ 
ing  at  a  brisk  pace,  the  volume  for  last 
month  exceeding  that  of  a  year  ago  by  17 
per  cent. 

Electrical  equipment  sales  continue  to 
forge  ahead,  virtually  every  line  receiving 
favorable  consideration  in  the  market. 
Seventy-two  per  cent  of  the  manufacturers 
reporting  to  the  Electric  Association  show 
an  increase  of  sales  over  the  previous  month, 
while  100  per  cent  report  a  gain  over  the 
same  month  last  year. 
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Utility  Bonds  Firm;  Stocks  Advance 
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Prices  for  utility  bonds  moved  within  an  extremely  moderate  range  during 
August.  “Electrical  World”  index  same  as  in  July,  106.1.  Utility  stocks 
advanced  slightly  this  week.  “Electrical  W  orld”  index,  38.9;  last  week,  38.6 


$28,000,000  Issue  Offered 
by  Louisville  Gas  &  Electric 

Public  offering  was  made  this  week  of 
$28,000,000  of  first  and  refunding  mort¬ 
gage  per  cent  series  bonds,  due  in 
19()6,  of  the  Louisville  Gas  &  Electric 
Company,  at  102J  and  accrued  interest. 
Net  proceeds  from  the  sale,  with  other 
funds  of  the  company,  will  be  used  to 
redeem  all  outstanding  first  and  refund¬ 
ing  mortgage  bonds,  including  $20,805,- 
000  of  5  per  cent  series  A  bonds  due  in 
1952  and  $6,000,000  of  4^  i)er  cent  series 
C  bonds  due  in  1%1. 

• 

Utility  Loses  Tax  Appeal 

The  State  Board  of  Tax  Appeals  sus¬ 
tained  the  Essex  County  Tax  Board  last 
week  in  dismissing  a  petition  by  the  Public 
Service  Corporation  of  New  Jersey  for  a 


reduction  of  Newark’s  1935  assessment  of 
$11,135,600  on  personal  property  to 
$1,717,721.  The  opinion  upheld  the  coun¬ 
ty  board  in  refusing  to  permit  certain  ex¬ 
emptions  claimed  by  the  corporation  in 
stocks  and  bonds.  The  state  board  stated 
that  Public  Service  had  failed  to  file  a 
claim  for  reductions  for  debts  as  required 
by  the  General  Tax  Act. 

New  S.E.C.  Rules  Guarantee 
Confidential  Treatment 

New  rules  to  insure  confidential  treat¬ 
ment  of  papers  filed  with  S.E.C.  and  cer¬ 
tain  reports  of  examiners  to  the  commis¬ 
sion  itself  have  been  announced,  effec¬ 
tive  at  once.  Henceforth,  reports  of  the 
examiners  may  be  held  in  privacy,  at 
the  discretion  of  S.E.C.,  until  the  first  day 
of  hearing  on  the  report.  They  may  be 
designated  specifically  for  the  sole  use  of 
the  commission,  of  interested  parties,  or 


of  their  lawyers.  The  new  ruling  applies 
to  the  Public  Utility  Holding  Act  of  1935, 
as  well  as  the  Securities  Acts. 

Suit  Filed  to  Halt 
Odium  Deal 

Suit  to  halt  the  sale  of  $20,000,000  to 
$25,000,000  in  stocks  in  a  British  utility 
was  filed  last  week  in  the  Federal  District 
Court  in  Richmond,  Va.,  by  four  residents 
of  St.  Louis  against  the  Utilities  Power  & 
Light  Corporation,  incorporated  in  Vir¬ 
ginia. 

The  suit  charged  fraud  in  negotiations 
for  sale  of  the  securities.  It  was  filed  by 
Walter  A.  Webb  and  his  wife,  Josephine 
J.  Webb,  and  Jean  L.  Rilliet  and  his  wife. 
Mary  E.  Rilliet.  They  asked  that  sale  of 
the  stock  be  enjoined  and.  if  already  made, 
it  to  be  annulled.  Besides  the  Virginia 
corporation,  defendants  named  in  the  suit 
w'ere  the  Utilities  Power  &  Light  Corpora¬ 
tion,  Ltd.,  of  Canada,  H.  L.  Clarke  and 
acting  directors  of  the  company. 

The  plaintiffs,  who  said  they  were  act¬ 
ing  for  other  stockholders,  charged  that 
the  value  of  the  holdings  whose  sale  they 
wished  to  halt  was  greatly  in  excess  of 
$25,000,000.  They  contended  also  that 
no  meeting  of  stockholders  had  been 
called  to  vote  on  the  sale  and  no  authority 
was  given  to  any  one  to  carry  out  the  nego¬ 
tiations.  The  bill  of  complaint  charges 
that  the  Virginia  corporation  owns  all  the 
stock  of  the  Canadian  company,  which,  in 
turn,  owns  all  the  issued  shares  of  the 
Greater  London  and  Counties  Trust.  Ltd. 
It  is  further  asserted  than  on  or  aI)out 
August  1  of  this  year  Floyd  B.  Odium  ne¬ 
gotiated  for  the  sale  of  the  assets  of  the 
Greater  London  corporation  to  British  in¬ 
terests. 

The  court  was  asked  to  compel  Utilities 
Power  &  Light,  Ltd,,  and  the  Utilities 
Power  &  Light  Corporation  to  produce 
documents  relating  to  all  disposals  of  as¬ 
sets  since  July  1.  The  plaintiffs  also  asked 
that  Mr.  Odium  be  required  to  account 
for  all  profits  he  had  made  or  expected  to 
make  by  the  sale  of  the  assets. 

• 

Nepsco  Services  Files 
Declaration  with  S.E.C. 

Nepsco  Services.  Inc.,  Augusta.  Me., 
has  filed  a  declaration  with  the  S.E.C.  for 
approval  as  a  subsidiary  service  com¬ 
pany  of  the  holding  company  system  of 
the  New  England  Public  Service  Com¬ 
pany,  a  registered  holding  company.  The 
declarant  stated  that  in  addition  to  serv¬ 
ices  performed  for  the  five  major  public 
utility  companies  in  the  New  England 
Public  Service  Company  system  the  com¬ 
pany  will  perform  similar  services  for  the 
other  associated  companies  in  the  system- 
Approval  was  granted  by  S.E.C. 
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or  one  300-watt  lamp  is  combined  in  a  light¬ 
ing  unit  announced  by  the  Benjamin  Etec- 
tric  Manufacturing  Company,  Des  Plaines, 
III.  This  soft  and  diffused  light  is  said  to 
be  particularly  suitable  for  lighting  indus¬ 
trial  operations,  laboratories  and  drawing 
rooms.  An  aluminum  reflector  in  the  hood 
is  designed  to  give  maximum  utilization  of 
the  light,  10  per  cent  of  which  is  reflected 
onto  the  ceiling  to  reduce  sharp  contrasts. 
.Special  ventilated  design  prevents  excessive 
temperatures,  it  is  claimed. 


TECHNICAL  BULLETINS 


Permittors — “Permittors  for  Distribution 
Circuits”  is  the  title  of  Form  No.  3388,  pub¬ 
lished  by  the  Products  Protection  Corpora¬ 
tion,  P.O.  Box  904,  New  Haven,  Conn.  This 
14-page  bulletin  considers  reactive  power 
with  reference  to  its  source,  destination  and 
effects.  Permittors  and  synchronous  conden¬ 
sers  as  sources  of  reactive  power  are  fully 
compared.  Their  comparative  operating 
characteristics  are  shown  hy  a  chart  and  the 
relative  merits  and  costs  of  the  two  devices 
are  discussed. 

Voltage  Control — Auto-transformers  de¬ 
signed  to  control  voltage,  speed,  heat  or 
light  are  described  in  a  bulletin  entitled 
“Variac  Transformers  for  Voltage  Control,” 
issued  by  the  General  Radio  Company,  Cam¬ 
bridge,  Mass.  Specifications,  operating  fea¬ 
tures,  schematic  wiring  diagrams,  and 
characteristic  curves  of  this  line  of  trans¬ 
formers  may  be  found  in  this  4-page  book¬ 
let.  Typical  installations  are  also  pictured. 

Highway  Lighting — Performance  data  of 
a  newly  developed  highway  luminaire  may 
be  found  in  bulletin  GEA-2399  of  the  General 
Electric  Company,  Schenectady,  N.  Y.  The 
folder  includes  information  on  the  mechan¬ 
ical  features  and  mounting  requirements  of 
the  light,  and  specifications  of  the  lamp  used 
in  the  luminaire.  Charts  picture  the  effi¬ 
ciency  of  the  lamp.  Bulletin  GElS-1414  of 
the  same  company  gives  a  highway  lighting 
code,  containing  spacing,  arrangement  and 
equipment  recommendations  for  2,  3  and  4- 
lane  highways. 


able  Couplers 


Edison.  Inc.,  West  Orange,  N.  J.  Periods 
of  from  ten  to  fifteen  minutes  are  possible, 
and  are  adjusted  by  using  a  small  external 
resistor.  Control  element  and  a  small  elec¬ 
tric  heater  are  mounted  in  the  metal  block, 
of  dimensions  §xlix2i  in.  It  is  claimed  the 
relay  will  handle  800  watts  at  voltages  up 
to  230  volts,  d.c.  or  a.c.,  and  they  may  be 
secured  for  either  open  or  closed  circuit 
operations. 

Deep  Well  Pumping  Units — For  furnish¬ 
ing  water  to  country  homes  or  estates,  new 
plunger  type  pumping  units  for  lifts  greater 
than  25  ft.  have  been  announced  by  Sta- 
Rite  Products,  Inc.,  Delavan,  Wis.  Mech¬ 
anisms  of  these  pumps  are  self-contained  in 
a  compact  unit  and  may  be  removed  from 
the  housing  without  disturbing  the  piping 
or  draining  the  oil.  Working  parts  in  pairs, 
to  provide  balanced 
working  forces;  drip- 
proof  motors  mounted 
on  adjustable  bases, 
and  helical  type  gears 


Cable  Couplers — Rated  at  100  amp.,  new 
cable  couplers  have  been  announced  by 
General  Electric  Company,  Schenectady, 
N.  Y.,  designed  particularly  for  use  with  its 
2,500-,  3.500-  and  5,000-volt,  types  SH  and 
G,  portable  cable.  Both  coupler  socket  and 
plug  have  malleable-iron  frames,  with  malle¬ 
able-iron  end  bells  which  are  bolted  on. 
Four  inclosed,  spring-type,  current-carrying 
contacts  are  used,  three  for  the  wires  of  a 
three-conductor  cable,  the  fourth  for  the 
ground  wires.  Interchangeable  end  bells 
permit  the  use  of  the  coupler  as  a  connector 
between  cable  lengths.  Socket  and  plug 
have  moisture-proof  covers;  socket  weighs 
35  lb.,  plug  25  lb. 

Vacuum  Tube  Voltmeter — A  self-cali¬ 
brating  voltmeter.  Model  1250,  has  been  an¬ 
nounced  by  the  Triplett  Electrical  Instru¬ 
ment  Company,  Bluffton,  Ohio.  It  embodies 
a  twin  instrument  of  the  tilting  type.  One 
of  these  is  a  galvanometer  to  indicate  when 
the  bridge  is  in  balance;  the  other  is  a 
three-range — 2.5,  10  and  50  volts — voltmeter 
reading  peak  a.c.  and  d.c.  voltages.  It  is 
claimed  that  the  new  tube  bridge  circuit 
assures  stability  in  giving  accurate  readings. 
Case  dimensions,  7ix6ix48  in. 

Aircraft  Fuse — Designed  for  aircraft 
service,  hut  said  to  be  suitable  to  other  ap¬ 
plications.  the  “Hi-Amp”  line  of  fuses  is 
being  marketed  by  the  Littelfuse  Labora¬ 
tories,  Chicago,  Ill.  They  have  a  continuous 
overload  rating  of  10  per  cent  and  a  blowing 
point  of  150  per  cent  and  are  available  for 
circuits  up  to  110  volts,  from  40  to  100  amp. 
Lugs  and  caps  are  welded  together  and  are 
cadmium  plated;  the  bodies  are  of  glass. 
Overall  length,  li  in.;  distance  between 
lug  centers,  1  in.,  for  mounting  inside  stand¬ 
ard  fuse  boxes. 

Novel  Flashlight — There  are  no  external 
switches  on  the  case  of  the  “Megolite”  flash- 
lipht  marketed  by  Inertia  Devices,  Inc., 
Albany.  N.  Y.  Instead,  a  “fly-casting”  flick 
®f  the  wrist  operates  a  special  inclosed 
switch,  turning  on  and  off  the  light.  These 
flashlights  are  said  to  be  safe  for  use  around 
hjjh-ten-ion  electrical  installations  and  gas 
plants.  \n  ejector  type  socket  is  used  to 
break  the  circuit  if  the  bulb  is  broken  and 
to  trench  the  hot  filament  against  the  re¬ 
taining  hail. 

Timing  Relay — A  timing  device  for  alarm 
®>rcuits  whose  delay  period  depends  on  the 
bwing  of  a  metal  block  to  a  predeter- 
nimed  temperature  is  offered  by  Thomas  A. 


.Aircraft  Fuse 


A'acuuin  Tube 
Yoltnieter 


FlashliKht 


are  further  features  of 
these  fully  inclosed, 
self-lubricating  units. 
They  are  available  in 
sizes  to  handle  capaci¬ 
ties  from  115  to  550  gal. 
per  hour. 

Combination  Light¬ 
ing  Unit — Light  from 
a  250-watt  mercury 
lamp  and  two  150-watt 


Timinc 
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Nebraska  Districts 
Revise  Power  Plans 


The  Middle  Loup  public  power  and 
irrigation  district  and  the  North  Loup 
River  public  power  and  irrigation  dis¬ 
trict,  the  latest  power  districts  in  Ne¬ 
braska  to  win  P.W.A.  approval  (Elec¬ 
trical  World,  August  22,  page  7),  have 
made  a  change  in  their  original  plans. 
The  districts  have  definitely  decided 
against  the  generation  of  power.  They 
will,  however,  have  their  own  distribu¬ 
tion  systems  and  will  obtain  power  from 
the  Columbus  plant  of  the  Loup  River 
public  power  district. 

Of  the  Middle  Loup  allotment  of 
$1,040,000  nearly  $350,000  will  be  spent 
for  power  lines  which  will  extend  west¬ 
ward  to  Broken  Bow,  Ansley  and  Mason 
City.  Transmission  lines  of  the  two  dis¬ 
tricts  will  be  joined  in  a  loop,  providing 
electricity  from  two  directions. 

H.  H.  Henningson,  head  of  the 
Henningson  Engineering  Company  of 
Omaha,  which  holds  the  engineering  con¬ 
tract  for  the  project,  said  bids  for  work 
on  the  Middle  Loup  project  will  be 
sought  imruediately  with  actual  work  to 
start  in  30  days. 


OPPORTUNITIES 


BRISTOL,  TENN. — East  Tennessee  Light  mission  line  from  Brownsville  to  Tupelo,  for 
&  Power  Company,  Bristol,  and  Tennessee  which  right  of  way  has  been  secured. 

Eastern  Electric  Company,  Johnson  City,  LINDEN,  N.  J. — General  Motors  Corpora- 

Tenn.,  affiliated,  plan  extensions  in  transmis-  tion,  1775  Broadway,  New  York,  plans  in- 

sion  and  distributing  lines,  power  substations  stallation  of  motors  and  controls,  trans- 

and  service  facilities  in  urban  and  rural  dis¬ 
tricts,  to  cost  about  |250,(X)0.  Work  will  be 
carried  out  during  next  six  months  and  will 
include  close  to  50  miles  of  lines  for  rural 
electrification  in  area  between  Bristol  and 

Greenville,  Tenn.  Certain  existing  transmis-  l(X)xl25  feet  will  be  built, 
sion  lines  will  be  rebuilt  for  increased  ca¬ 
pacity. 

LEWES,  DEL. — Indian  River  Electric  Co¬ 
operative,  Inc.,  Lewes,  Roland  J.  S.  Marsh, 

Lewes,  chairman,  recently  organized,  plans 
transmission  and  distributing  lines  in  parts  of 
Sussex  and  Kent  Counties,  totaling  about  215 
miles,  for  rural  electrification,  with  service 
facilities  for  group  of  675  consumers.  Bids 
for  construction  will  be  asked  soon.  Fund 
of  $230,000  has  been  secured  through  Federal 
aid. 

JEFFERSONVILLE,  IND.— Colgate-Palm- 
olive-Peet  Company,  Jersey  City,  N.  J.,  plans 
installation  of  motors  and  controls,  conveyors, 
regulators  and  other  equipment  in  multi-story 
addition  to  soap  and  cosmetic  manufacturing 
plant  at  Jeffersonville.  Cost  close  to  $200,000. 

WASHINGTON,  D.  C.— Bureau  of  Sup¬ 
plies  and  Accounts,  Navy  Department,  Wash¬ 
ington,  receives  bids  until  September  15  for 
motor-generator  equipments  and  spare  parts 
for  Washington  yard  (Schedule  8705). 

BALTIMORE,  MD. — Plans  extension  in 
highway  lighting  system  on  portion  of  Phila¬ 
delphia  Road,  including  trunk  line  conduit 
system,  overhead  leads,  poles  and  fixtures. 

Cost  about  |115,(XX).  Financing  is  being  ar¬ 
ranged. 

HARDIN,  MONT. — Holly  Sugar  Corpora¬ 
tion,  Colorado  Springs,  Colo.,  plans  installa¬ 
tion  of  motors  and  controls,  transformers  and 
accessories,  conveyors  and  other  equipment 
in  new  multi-story  beet  sugar  mill  at  Hardin, 
where  large  tract  of  land  has  been  selected. 

A  power  plant  will  be  built  for  mill  service, 
including  processing  operations.  Entire  proj¬ 
ect  will  cost  in  excess  of  $6(X),000.  Work  will 
begin  early  in  the  fall. 

ONAWA,  IOWA — Receives  bids  until  Sep¬ 
tember  24  for  equipment  for  extensions  in 
municipal  electric  power  plant,  including  two 
625-hp.  Diesel  engine-generating  units  with 
auxiliary  equipment  (Section  2).  switch- 
hoard,  instruments,  etc.  (Section  3).  Fund 
of  $I30.(X)0  has  been  arranged.  Buell  & 

Winter  Engineering  Company.  Insurance  Ex¬ 
change  Building,  Sioux  City,  Iowa,  is  consult¬ 
ing  engineer. 

VALPARAISO,  IND. — Is  considering  com¬ 
plete  electrification  of  waterworks  pumping 
station  in  connection  with  extensions  and  im¬ 
provements  in  plant  and  system.  Cost  about 
$168,000,  including  new  electrical  equipment 
and  facilities.  Charles  Brossman.  Chamber  operative 
of  Commerce  Building,  Indianapolis,  Ind.,  is  organized 
consulting  engineer.  Ing  lines 

TUPELO,  MISS. — Director  of  Purchases,  Platte  Co 
Tennessee  Valley  Authority.  Knoxville,  Tenn..  farm  subi 
receives  bids  until  September  9  for  quantity  of  $65.00( 
of  electrical  conductor  for  proposed  trans-  aid.  Woi 


stallation  of  motors  and  controls,  _ 

formers  and  accessories,  regulators,  electric 
hoists,  conveyors  and  other  equipment  in  new 
multi-unit  branch  assembling  plant  on  Lin¬ 
coln  Highway,  Linden,  where  tract  of  80  acres 
of  land  has  been  acquired.  A  power  plant. 

Entire  project 
will  cost  close  to  $5,500,000  and  is  scheduled 
for  completion  by  close  of  year.  Albert  Kahn, 
Inc.,  New  Center  Building,  Detroit.  Mich,,  is 
architect  and  engineer. 

LOCKPORT,  N.  Y. — Is  securing  Federal 
grant  and  loan  for  $2,(X)0,0(X)  for  city-owned 
hydroelectric  power  plant  on  site  selected  on 
Eighteen-Mile  Creek,  with  water  supply 


Rural  Suit  Filed 
by  Illinois  Utility 


Suit  has  been  filed  by  the  Illinois 
Northern  Utilities  Company  in  the  Henry 
County  Circuit  Court  to  enjoin  the 
Farmers  Mutual  Electric  Company  from 
constructing  electric  distribution  lines  in 
Henry  and  Whiteside  Counties  along  the 
same  highways  where  the  utility  has  lines 
or  has  certificates  of  convenience  and  ne¬ 
cessity  either  granted  or  pending  from  the 
Illinois  Commerce  Commission  to  build 
lines. 

The  farmers’  company  has  applied  to 
the  R.E.A.  for  a  loan  of  $60,000  to  finance 
the  construction  of  approximately  70  miles 
of  lines  and  has  let  a  contract  to  build  the 
lines  and  has  contracted  with  the  city  of 
(ieneseo  to  buy  electricity  from  the  muni¬ 
cipal  plant,  the  complainant  sets  forth. 

Maintaining  that  it  is  unnecessary  for 
the  federal  government  to  loan  money 
w'here  service  is  already  available  at  rea¬ 
sonable  rates,  George  B.  Fluehr,  vice-pres¬ 
ident  of  Illinois  Northern  Utilities,  said: 
“The  Illinois  Northern  Utilities  Company 
is  one  of  the  most  energetic  companies  in 
this  state  and  probably  in  the  United 
States  in  making  electricity  available  at 
reasonable  rates  to  people  living  in  rural 
areas  of  the  territory  it  has  undertaken  to 
serve.  Although  the  annual  gross  receipts 
of  the  company  from  its  electric  business 
are  said  to  be  only  $3,000,000,  it  is*  de¬ 
clared  it  will  spend  or  be  committed  to 
spend  close  to  $500,000  this  year  in  the  ex¬ 
tension  of  farm  lines  .  .  .” 
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